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Avalon Alarm Clock 
Parts List 


A. 

Case 

1 pc 

B. 

Mechanism 

1 pc 

C. 

Battery 

1 pc 

D. 

Back Lid 

1 pc 

E. 

Alarm Switch 

1 pc 


Install Battery & Adjust Settings 


1. Install Battery (C) Move the Back Lid (D) up to take it off the Case (A), and install the Battery (C) into the 
Mechanism (B). See illustration. 

2. Adjust the Time and Alarm Use the right button on the back of the Mechanism (B) to adjust the time. Use the left 
button to set the alarm time. See illustration. 

3. Alarm Switch (E) Turn alarm on by moving Alarm Switch (E) to the left. Move Alarm Switch (E) to the right to 
turn alarm off. See illustration. 
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